DEARBORN STATION, CHICAGO £ 

This station is located at Polk and Dearborn £ 
Streets, being one of the oldest in the city. It ^ 
is the terminal of the Santa Fe, C. & E. I., £ 

Monon, Wabash, Erie, C. & W. I., Grand w * 
Trunk and C. & O. Railroads. 
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159—Dearborn Street Station , Chicago 







